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FM AMEMBASSY TOKYO 

TO SECSTATE WASHDC IMMEDIATE 8921 

UNCLAS TOKYO 11103 


E.O. 11652: N/A 
TAGS: TPHY, JA 

SUBJECT: U.S. GEOLOGICAL SURVEY TEAM 
REF: (A) STATE 153172, (B) STATE 154986 

1 . REFTEL A RECEIVED JUNE 16. EMBOFF CALLED JUNE 17 

BY DR. OKUBO, DIRECTOR, PLANNING DIVISION, PUBLIC WORKS 
RESEARCH INSTITUTE. MINISTRY OF CONSTRUCTION, WHO SAID 
THAT HE HAD HEARD DIRECTLY FROM DR. BRADY OF USGS AND 
FROM DR. LEW OF NBS. DR. BRADY WAS TO ARRIVE TOKYO PM 
OF JUNE 19 (AS STATED REFTEL B) AND THREE OTHER DELS 
ON JUNE 23 (REFTEL B SAYS TENTATIVE ARRIVAL JUNE 21). 

OKUBO ALSO REPORTED THAT BRADY WILL LEAVE JAPAN JUNE 23. 

2. EMBOFF QUERIED DR. OKUBO ABOUT FEASIBILITY OF VISIT 
AND STRESSED THAT USG DID NOT WISH TO INTERFERE WITH ANY 
RECONSTRUCTION OR REPAIR OPERATIONS IN TOHOKU AREA. 
OKUBO RESPONDED THAT VISIT ALREADY ARRANGED. 

3. SINCE FIRST MEMBER OF TEAM ARRIVES TODAY AND 
ARRANGEMENTS FOR THREE OTHERS ALREADY HAVE BEEN MADE 
DIRECTLY BY USGS AND NBS, IT DOES NOT APPEAR NECESSARY 
FOR EMBASSY TO PROVIDE COMMENTS ON "PROPOSED" STUDY 
UNCLASSIFIED 
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REQUESTED REFTEL A. BRADY IS DUE TO CALL AT EMBASSY 
0830 JUNE 20 AND PROGRAM WILL BE REVIEWED AT THAT 
TIME. 

4. HOTEL ARRANGEMENTS IN TOKYO AND SENDAI WERE MADE 
BY DR. OKUBO PRIOR TO RECEIPT OF REFTELS A OR B. 

MANSFIELD 
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